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ACTION SY-05 

INFO OCT-01 EA-09 ISO-OO /015 W 

001495 

R 042344Z NOV 75 
FM AMEMBASSY PORT MORESBY 
TO AMEMBASSY CANBERRA 
INFO SECSTATE WASHDC 1017 

UNCLAS PORT MORESBY 1 148 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: INSTALLATION OF 1012 DISINTEGRATOR 
FOR RSO FROM PSO 

1012 DISINTEGRATOR WITH SOUND ENCLOSURE NOW CLEARED FROM 
CUSTOMS AND READY FOR INSTALLATION. POWER LINE INSTALLED 
BY LOCAL CONTRACTOR. 

ALL FOUR BOXES APPEAR IN GOOD CONDITION. HOWEVER, 

MAIN DISINTEGRATOR UNIT BOX MAY BE TOO LARGE. EVEN AFTER 
TAKING OUT OF PACKING CRATE, TO BE ABLE BRING INTO EMBASSY 
STAIRWELL AREA AND UP TO SECOND FLOOR. THIS UNIT WAS NOT 
BROKEN DOWN PRIOR TO SHIPMENT, AS SUGGESTED PORT MORESBY 551, 
AND WILL MOST PROBABLY HAVE TO BE DISASSEMBLED BEFORE ENTERING 
EMBASSY BUILDING. 

UNDERSTAND EVEN WITH SOUND ENCLOSURE THAT UNIT MAKES A LOT 
OF NOISE AND SOUND PROTECTIVE HEADPHONES ARE REQUIRED. 

IF THIS IS TRUE, REQUEST TSO BRING A SET WITH HIM. 

PLS ADVISE WHEN TSO CAN INSTALL DISINTEGRATOR. 

OLMSTED. 


UNCLASSIFIED 
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